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P^O*  7 


34*  Dare  you  compUtod  this  quesfionnoir^: 


Oay 


Monrh 


Y®of 


35*  InforiDotion  which  you  fool  perfinont  ond  which  is  nor  odoquofely  covered  in  the  specific  points  of  the 
questionnaire  or  o norrativa  axplanotton  of  your  sighting. 
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U.S.  AIR  FORCE  TECHNICAL  INFORMATION 


Tnis  qu«stionnoir«  has  bean  prepared  so  fhot  you  can  give  the  U«S>  Air  Force  as  much 
informorion  as  possible  concerning  the  unidentified  cerial  phenomenon  that  you  have  observed, 
please  *ry  to  onswer  as  many  questions  as  you  possibly  can.  The  informotion  that  you  give  will 
be  uieo  tor  reseoreh  purposes.  Your  name  will  not  be  used  in  connection  with  any  statements, 
conclusions,  or  publications  without  your  permission.  We  request  this  persona!  information  so 
thot  if  it  is  deemed  necessary,  we  may  contact  you  for  further  details. 


1.  When  did  you  see  the  objec^? 


y 


Day 


Mdnfh 


■?  ^ 


Y9oe 


i i 


Time  Zone; 


(Circle  One): \ q.  Egsterm. 

b.  Central 

c.  Mountain 

d.  Pcci.'ic 

e.  Other  


4.  Where  were  you  when  you  saw  the  object? 

GS-VfC.^  ^ cfLKLn 

Pdttol  Addr«»»  


(Circle  One):  a.  Doyllghr  Saving 

be  Standard 


Cit>  . 


, kj.  , N.  y.«^.c 


or  County 


5.  How  long  wos  object  in  sight?  (Total  Durotion) 


Hours 


:SO 

MirtvtDS 


Sacand  a 


5.1 


a.  Certain 

b.  Folrly  certain 

How  wos  time  in  sight  determined? 


5.2  Wos  object  in  sight  continuously? 


C.  Not  very  sure 
d.  Just  a guess 


Yes 


No 


6.  Whnt  was  the  corcitlon  of  the  sky? 

DAY 

a.  Bright 

b.  Cloudy 


NIGHT 
o.  Bright 
b.  Cloudy 


7.  IF  you  sow  the  object  during  DAYLIGHT,  where  wos  the  SUN  located  os  you  lool<«*d  of  the  object? 


(Circle  One):  a. 

b. 


In  front  of  you 
In  bock  of  you 
To  your  ri^t 


To  your  left 
Overheod 
Don't  remember 


F CP 

FTD  OCT  62  164 


Th*lt  i jf ,Ti  ^uper»«r1r'<  FTT>  1^4,  Jul  ftl,  which  i% 


X 
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8.  IF  you  sow  rh«  object  of  NIGHT#  what  did  you  notice  concerning  the  STARS  and  MOON? 


8.1  STARS  (Circ.'e  One); 

a.  Mane 

b.  A fee 

c.  Many 

d.  Don’t  remember 


8.2  MOON  fCirc/e  One); 


«c. 

d. 


Bright  moonlight 
Dull  moonlight 
No  moonlight  ~ pitch  dork 
Don't  remember 


9.  What  were  the  weather  conditions  at  the  time  you  saw  rfte  object? 


CLOUDS  fC/rcie  One); 

♦ * 

0.  Clear  sky 

b.  Haiy 

c.  Scattered  clouds 

d.  Thick  or  heavy  clouds 


WEATHER  (Circle  One): 
o.  Dry 

b.  Fog«  mist,  or  light  rain 

c.  Moderate  br'heovy  roTn 

d.  Snow 

e.  Don't  remember 


10.  The  object  appeared:  (CirciB  One); 


a.  Solid 

b.  Trcnsporert 

c.  Vapor 


d.  As  3 light 

e.  Don’t  .'smember 


11.  tf  it  cpoeored  os  a light,  wo.s  it  brighter  than  the  brightest  stors?  (C/rc/e  One): 


0.  Briefer 
b.  Dimmer 


c.  About  the  seme 

d.  Don't  know 


11.1  Compare  brightness  to  some  common  object; 


12.  The  edges  of  the  object  were; 


fC/rc/e  One): 


F'jixy  or  blurred 
Like  o bright  star 
Sharply  outlined 
Don't  remember 


e.  Other 
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DID  UFO’S  CAUSC  THE  GREAT  NORTHEASTERN  PD'JJER  FAILURE? 


- by  John  J,  Robinson  - 

November  9th^  1965,  was  a day  long  to  be  remembered  by  some  thirty  nil- 
llon  people  living  in  an  area  oF  eighty  thousand  square  miles  in  the  norths 
eastern  United  States,  where  one  sixth  of  our  total  population  is  concentrat- 
ed* This  region  is  the  most  densely  populated,  mechanized  section  of  the 
world*  The  trouble  even  included  a portion  of  eastern  Canada,  and  caused  havoc 
for  a great  many  of  our  good  neighbors  there* 

The  power  breakdown,  coming  at  5:30  p*m*  at  the  height  of  the  evening 
rush  hour,  caught  many  New  Yorkers  and  others  suspended  in  mid-air,  twenty- 
five  floors  or  more  above  the  city  streets,  trapped  in  stalled  elevators*  One 
million  people  were  trapped  underground,  in  the  tunnels  of  New  York's  vast 
subway  network,  while  thousands  of  others  were  stalled  in  automobiles  unable 
to  move  because  the  traffic  lights  ware  off.  Huge  traffic  snarls  ensued,  which 
later  created  more  problems  as  cars  ran  out  of  gas  - which  could  not  be  re- 
placed because  the  gasoline  pumps  could  not  operate*  The  bridges  and  tunnels 
leading  from  the  city  became  loaded  with  cars  that  could  not  move,  while  on 
the  city  streets  weary  and  hungry  people  groped  in  the  dark*  Everyone  was  try- 
ing to  get  home  - home  to  the  almost  medieval  safety  of  candle-lit  rooms, 
which  were  often  coolor  than  those  castles  of  the  same  period,  since  the  lack 
of  power  had  turned  off  the  heatl 

Our  Editor,  Jamas  Rosaley,  was  safely  across  the  Hudson  River  in  his 
Fort  Lee  apartment  when  the  blackout  came*  He  had  the  weird  experience  of 
watching  the  New  York  television  channels  fade  away  one  by  one,  while  the 
Philadelphia  channels  started  coming  in  clearly  for  the  first  time  in  history* 
After  midnight,  whan  the  traffic  situation  had  cased,  Roselay  and  visiting 
saucerer  Cray  Barker  from  Clarksburg,  W*  Va*,  made  an  expedition  into  New  York 
to  look  over  the  unprecedented  situation  in  Times  Square*  Thousands  of  people 
were  sleeping  in  the  subways,  the  bus  terminals,  and  every  available  building 
lobby,  in  a scene  reminiscent  of  the  World  U'ar  II  bomb  shelters. 

A visit  to  the  kCR  studios  at  1440  Broadway  found  a f lashllght-toting 
group  of  faithful  employees  keeping  the  station  on  the  air,  using  gasoline 
supplied  by  a listener  in  New  Jersey  - most  of  which  was  unaffected  by  the 
blackout*  The  intrepid  saucer  researchers  reached  the  UCR  studio  on  the  twen- 
ty-fourth floor  by  groping  their  way  up  the  steps  with  matches! 

What  had  haopsned  to  cause  all  this  confusion?  Simple  I The  science-fic- 
tion movie  "The  Day  the  Earth  Stood  Still"  had  become  a fact.  Something  had 
turned  off  the  power  for  an  area  which  included  part  or  all  of  eight  states* 
Cne  after  another,  as  an  excessive  demand  for  power  drained  them,  the  power 
plants  supplying  the  region's  electricity  simply  went  out  of  commission. 

All  these  cower  plants  are  joined  together  in  a vast  power  system  which 
sucolies  the  northeastern  U,S*  and  parts  of  Caneda  with  electricity*  The  sys- 
tem is  called  a power  grid.  It  consists  of  42  electrical  utility  companies 
which  control  more  than  400  generating  units.  In  Pennsylvania,  the  power 
plants  were  cut  off  by  automatic  units  before  they  became  involved,  and  .TOSt 
of  Raine  was  able  to  do  the  same  thing*  Twenty-throe  companies,  however,  ware 
too  close  to  the  epicenter  of  whatever  had  happened,  and  were  unable  to  avoid 
disaster.  The  overload  on  their  generators  created  not  only  a power  drain  but 
also  an  out-of-phase  cycle  which  caused  relays  to  stop  them  before  they  burned 
tnemselves  out.  Some  of  the  relays  were  not  able  to  operate  swiftly  enough, 
however,  and  these  will  have  to  have  their  huge  armatures  rewound  before- they 
can  operate  again. 

What  caused  the  trouble?  No  one  seems  to  know.  The  New  York  Daily  Mews 
of  November  llth  states:  "There  was  no  mechanical  failure,  nor  was  any  damaced 
equipment  found  which  would  indicate  mechanical  failure.”  The  Movambar  22nd 
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or  powar*  inis 
therr  reversed  as 
the  flow  from 
other  araae  was 
eallad  on.  The 
reason  for  the 
huge  power  drain 
has  not  been  ex> 
plained,  for  no 
severed  trans- 
nisslon  lines, 
defsctive  gener- 
ator, or  faulty 
circuit-breaker  was  involved. 

The  345  kilowatt  power  lines  which  fsiid  New  York  City  and  its  environs 
originate  at  the  Niagara  l<1ohawk  station,  which  calls  on  the  water  power  of 
Niagara  Fails  for  its  turbine  generators.  These  huge  power  lines  run  east  to 
Syracuse  and  then  through  Schenectady,  where  they  turn  south  toward  New  York 
City.  It  is  apparent  that  it  was  through  these  lines  that  the  drain  of  power 
began. 

Twelve  minutes  before  the  big  blackout,  New  Jersey's  Public  Service  re- 
ported that  they  noticed  something  wrong.  Thera  was  a flickering  of  lights  in 
some  parts  of  the  state.  The  Newark  Star  Ledger  of  November  11th  reports  that 
they  were  informed  by  the  Public  Service  that  their  oscillographs  showed  the 
load  suddenly  going  out,  coming  in,  and  going  out  again.  These  load  fluctua- 
tions occurred  at  thirteen  locations  simultaneously,  indicating  that  whatever 
was  hapoening  was  localized  in  one  spot. 

Tost  of  New  Jersey  kept  its  power,  but  there  were  scattered  exceotlons, 
seme  rather  bizarre.  A lady  in  Hillsdale,  N.J.  writes  SAUCCR  NCUS  that  at  5t30 
p.m.  on  the  fateful  day  of  November  9th,  both  her  television  sets  suddenly 
went  out,  as  did  the  telephone.  The  lady  sent  her  son  for  a look  outside,  and 
he  resorted  seeing  a bright  white  object  about  ten  times  the  apparent  size  of 
a star,  moving  slowly  through  the  sky.  The  lady  and  her  sen  kept  watching  the 
object,  which  turned  a slight  greenish  color  and  kept  heading  north,  until  in 
about  twenty  minutes  it  was  out  of  sight.  At  that  point,  her  telephone  service 
was  restored.  * 

According  to  letters  and  news  clippings  we  have  raceived,  other  sight- 
ings ware  made  at  about  the  same  time  in  Staten  Island,  N.Y.,  Bloomfield,  N.J, 
and  alsewhere,  but  our  efforts  to  get  mare  details  aoout  these  events  have 
been  unsuccessful.  There  was  also  a otorv  in  the  Paterson  CN.J.J  News  about 
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THS  PRINCIPAL  POWEP.  LINES:  Forty-two  electric-utiilty  companies  in  eight  azalea 
and  two  Canadian  provinces  hav'e  joined  a “loose  federaiion''  to  supply  power  through 
an  intertwined -network  of  transmission  systems,  shown  by  the  heavy  lines  un  the 
mao.  Z'r.B  companies  use  more  than  -100  generating  units  to  deliver  the  service. 
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ssvsral  people  who  claio  to  have  seen  a fireball  over  Manhattan  during  the 
blackout;'  and  a photograph  in  the  Nowefnber  19th  issue  of  Tine  I'ogazine,  taken 
front  the  Tima  i Life  Building  twenty  minutes  after  the  blackout  began,  shows 
what  appears  to  be  a bell— shaped  UfO  hovering  over  Manhattan!  (See  Page  IG,) 

On  November  15th,  the  New  York  Journal-^merican  carried  a banner  front- 
page headline  story  entitled  "The  Mystery  Fireball  and  That  Big  Blackout. " The 
story  begins  by  guotlng  one  Lesley  J*  Lorenzen,  "International  Director  of  the 
Government-affiliated  Aero  Phenomena  Research  Organization  in  Tucson,  Arizona’; 
Further  on,  this  is  referred  to  as  "a  private  group  co-operating  with  the  gov- 
arnment."  Of  course,  the  strangely  garbled  reference  here  is  to  A.P.R,Q.,  a 
private  saucer  research  group  like  our  own,  with  no  Government  affiliation 
■whatsoever  - unless  A.P.fl.O.’s  well-known  book,  "The  Great  Flying  Saucer  Hoax’,’ 
disagreeing  with  the  Air  Force's  UFQ  investigatory  methods,  could  be  called  a 
claim  to  Governmental  affiliation! 

The  rest  of  the  article  is  much  less  garbled,  however,  and  is  confirmed 
by  other  sources.  It  seems  that  ’w'eldon  Ross,  47,  a pilot  instructor  at  Hancock 
Field  near  Syracuse,  N.Y,,  was  attempting  a landing  at  that  field  with  a stu- 
dent, when  they  witnessed  a flame-colored  globe  of  light  in  the  sky.  At  first 
Ross  thought  it  was  a building  on  fire,  but  then  the  globe  craw  until  it  was 
over  100  feet  in  circumference.  Thereafter  it  gradually  diminished  in  size  un- 
til it  disappeared.  It  was  at  that  moment  that  Ross  discovered  there  were  no 
longer  any  landing  lights  on  the  field.  He  was  informed  by  the  control  tower 
that  the  lights  had  suddenly  gone  out;  so  he  landed  the  plana  as  bast  ha  could 
in  the  dark. 

Mr.  Ross  calculated  that  the  fireball  nopeared  at  a point  whera  the  New 
York  Power  Authority's  two  345  kilovolt  power  lines  coming  from  Niagara  Falls 
pass  over  the  New  York  Central  Railroad  tracks  bat'ween  Lake  Cneida  and  Hancock 
Field.  This  is  the  location  of  the  Clay  substation  (marked  on  map  an  orevious 
page),  which  has  seen  pinpointed  by  some  investigators  as  the  source  of  the 
blackout  trouble.  The  Clay  substation  is  entirely  automated.  >'r.  Pratt  of  the 
Niagara  Mohawk  Power  Company  has  stated  that  the  craws  who  Later  checked  these 
lines  failed  to  uncover  any  trouble  along  them. 

Mr.  Ross  and  his  student  were  not  the  only  persons  to  see  this  firabali. 
At  least  four  others  also  witnessed  it,  including  Robert  C.  Walsh,  who  is  the 
Syracuse  Deputy  Aviation  Commissioner,  'w'alsh  reported  seeing  it  from  a few 
miles  south  of  Hancock  Field.  This  would  seem  to  indicate  that  the  firaoall 
was  rising  from  the  ground  as  It  gradually  increased  in  sire 
it  gradually  diminished  in  brightness. 

Public  statements  about  the  blackout  came  from  many 
Jeanne  Dixon,  the  famous  seer,  reminded  the  public  that  she 
event  two  years  caforehand,  and  that  she  beliawad  it  to  be  caused  by  the  Rus- 
sians. Or.  John  Pagano  of  Fort  Lee,  N.J.,  a spokesman  for  NICAP,  told  the  Hud- 
son Dispatch  that  the  blackout  was  "no  accident,  but  purposely  caused  by  fly- 
ing saucers."  And,  last  but  not  least,  a T^agazina  called  Women's  Wear  Daily 
came  out  with  a far-out  rumor  to  the  effect  that  the  blackout  was  caused  by 
tns  testing  pf  a super-secret  Pentagon  weapon  called  Project  Fireball,  whose 
Object  was  to  draw  all  available  power  from  New  York,  divide  it  into  two  beams 
anc  shoot  it  into  spaca.  The  point  at  whicn  these  t^o  incredibly  powerful 
beams  cross  would  oecone  a mamcouth  burst  of  artificial  lightning,  capaola  o*' 
destroying  any  enemy  missile  within  range. 

A 

project 
a project  in 


as  'well  as  while 

unusual  sources, 
had  sredicted  the 


spokesman  at  tha  Pentagon,  when  guestioned  about  such  a power— draining 
, insisted  that  the  rumor  Had  no  foundation  whatsoever.  There  was  such 
the  talk  stage  3‘jout  four  years  ago,  he  admitted,  cut  no  hard'ware 
was  ever  built.  The  Defense  Deportment  had  locked  into  the  concept  and 
eluded  that  it  was  totally  impractical. 

It  would  seem  very  logical  to  me',  however,  that  if  the  LFCs  are 
from  so.TO  highly-advanced  civilization,  they  may  have  Uarned  to  create  the 


con- 


are  craft 


sent  - flashing  lights  in  ths  sky,  more  flashing  lights  on  tha  ground,  and 
aystsrious  interruptions  of  pouer*” 

The  first  report  came  in  shortly  after  3 p*m*  from  Nick  OeUara,  who  was 
crossing  the  intersection  of  itaryland  and  Supomlck  with  a friend  when  they 
saw  a light  "like  someone  welding  in  the  sky."  As  it  passed  ouarhaad,  the 
lights  in  a nearby  gasoline  station  went  out  momentarily.  4t  the  residence  of 
Don  Roush,  in  another  part  of  town,  all  lights  and  electrical  appliances  went 
dead  suddenly  at  3sl5  p.m.  Shortly  afterwards  their  son  came  home  and  said  ha 
had  seen  a strange  blue  light  in  the  sky  at  about  the  same  time. 

Then,  shortly  after  9 p.m..  f^lchael  Rodriguar  was  driving  eastward  on 
Werner  Road  neat  Highway  SI,  In  St.  Paul,  when  ha  saw  a blue  light  apparently 
on  the  ground.  As  the  light  appeared,  the  drivers  of  two  cars  behind  Rodrig- 
wez*S  cer  got  out  to  look  at  the  flash.  At  about  the  same  time,  a man  named 
Russell  Hoff,  who  was  turning  off  Highway  61  onto  Sailey  Road,  saw  flashes  in 
the  sky  that  were  "like  looking  at  daylight  through  a blue  windshield."  Ha  -saw 
four  such  fissnes,  about  20  to  20  seconds  apart.  Later,  he  noticad  that  the 
power  seemed  to  Qa  off  in  the  entire  area.  This  power  failure  was  confirmed  by 
several  phone  calls  to  police  from  people  living  in  the  Totam  Town  area,  along 
Highway  61.  These  callers  also  said  they  had  seen  lights  in  the  sky  of  various 
colors.  A weather  bureau  spokesman  was  unable  to  account  for  the  phenomena, 
but  definitely  ruled  out  lightning. 

Thus,  there  seems  to  be  little  doubt  that  the  electromagnetic  effects  of 
UFOs  come  in  many  varieties  and  intensities.  Although  there  are  at  least  two 
' formal  investigations  now  going  on,  regarding  the  November  9th  blackout,  it  is 
unlikely  that  the  whole  truth  will  ever  be  discovered;  or,  if  it  is  discover- 
ed, it  will  not  be  revealed  to  the  public.  UFG  researchers,  like  the  rest  of 
the  public,  can  only  wait  and  sea  what  strange  events  these  alien  machines 
have  in  store  for  us  in  the  future! 
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same  tyoe  of  pouier-draining  effect  that  our  scientists 
velop.  In  any  case,  most  researchers  in  the  UFO  field 
Fact  that  the  so-called  flying  saucers  have  a tendency  io  hover  over  pouitar 
houses  and  atomic  sites,  as  uell  as  manufacturing  units  which  use  large  quan- 
tities of  electricity,  such  as  steel  mills,  etc*  They  are  also  aware  of  the 
strange  slsctromagnetic  effects  which  have  frequently  bothered  automobiles  as 
wall  as  electrical  appliances  such  as  radios  and  T.V.  sets.  Automobiles  have 
on  several  occasions  been  subjected  to  a strange  force  from  the  UFOs  which 
caused  the  liquid  in  their  batteries  to  boll,  as  if  a huge  power  drain  had 
been  placed  on  them,  preventing  them  from  delivering  any  power  to  the  various 
units  of  the  car  such  as  the  radio,  headlights,  and  induction  coil. 
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F inally* ’ 
there  is  a fan-, 
tastic  story  in| 
thr  November j 
27th  edition  of 
the  St.  Paul,- 
Minnesota  Pio- 
neer Press, 
telling  of  mul- 
tiple power 
failures  in  the; 
area  the  pre- 
vious night. Ac- 
cording to  the 
newspaper,  "all 

the  ingredients 
of  a science- 
fiction  thrill- 
er were  pra- 
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vembar  I9th  pox**??  . v--- 

copy  th^n'xs  to  August  C. 


